David Arnot

in the rivet I  Not would she even speak to me
fot a full hour afterwards."

David felt a sudden rush of sympathy for
Mariota.

"My good doctor/' said Rusco kindly,
'" what's amiss ? "

David attempted to smile. " I slept not at
all last night, and, to tell truth, I am full
weary."

.    " Go, rest till noon," said Rusco, " Heaven
send you pleasant dreams."